230     DOCKETED ITEMS

-8408010369 Discusses 840718 teicon w/A Naylor re certain antitrust provisions in
840616 draft power delivery agreement.                                                                , , ,.

TOALSTON.A. Site Analysis Branch. 84/07/20. VOGLER.B. NRC - No Detailed Affili-
ation Given. 79pp. 53912:270-53912:349.

-8504120153 Forwards finding of no significant change in licensee activities re antitrust
for facility for signature & analysis.Finding will be noticed in FR w/opportunity for

public to request revaluation.                                                                          __t

KNIGHT.J.P. Division of Engineering (800428-851124). 85/03/20. DENTON.H.R.
Office of Nuclear Reactor Regulation (800428-851124). 70pp. 53912:350-53913:059.

-9005240130 Informs that arty general requests encl info re review of licensee const
permit application & requests that future correspondence dealing w/antitrust matters
be addressed to Div of State & Licensee Relations.

JOHNSON.L Atomic Energy Commission (Pre 750101). 72/02/14. SMITH.F. Gulf
States Utilities Co. 1p. 53909:108-53909:108.

-9005240132 Forwards notice of proposed rulemaking re amends to regulations which
would describe info requested by atty general for antitrust review of facility license ap-

JOHNSON.L Atomic Energy Commission (Pre 750101). 72/04/14. SMITH.F, Gulf
States Utilities Co. 1p. 53909:109-53909:109.

-9005240138 Requests that Ofc of Antitrust & Indemnity be furnished w/ info required
by atty general for antitrust review of const permit three months before const permit
application filed.

BRAITMAN.A. Atomic Energy Commission, Directorate of Licensing. 72/07/03.
SMiTH.F. Gulf States Utilities Co. 1p. 53909:110-53909:110.

-9005240145 Forwards addl info in response to 720723 Itr re atty general request for
antitrust reviews.

ADAMS.S.L Gulf States Utilities Co. 72/08/28. BRAITMAN.A. Atomic Energy Com-
mission, Directorate of Licensing. 6pp. 53909:111-53909:116.

-9005240149 Submits supplementary info consisting of municipalities inadvertently omit-
ted from 720828 response to request for addl info.

ADAMS.S.L Gulf States Utilities Co. 72/12/18. BRAITMAN.A. Atomic Energy Com-
mission, Directorate of Licensing. 2pp. 53909:117-53909:118.

-9005240156 Forwards util 720828 & 1218 responses to request for info re antitrust
reviews.to be forwarded to J Saunders.

SALTZMAN.J. Atomic Energy Commission, Directorate of Licensing. 72/12/27.
RUTBERG.J. Atomic Energy Commission, Directorate of Licensing. 1p. 53909:119-
53909:119.

-9005240163 Advises that antitrust info furnished by util complies w/ requirements of
Ofc of Antitrust & Indemnity & acceptable.

PETROSINO.F.A. Atomic Energy Commission (Pre 750101). 73/06/11. WILLIAMS.FJ.
Atomic Energy Commission (Pre 750101). 2pp. 53909:120-53909:121.

-9005240197 Documents N Reynolds request that sentence be included as footnote to
antitrust license conditions for facility.

RUTBERG.J. NRC - No Detailed Affiliation Given. 76/10/15. NRC - No Detailed Affili-
ation Given. 4pp. 53910:005-53910:008.

-9005240215 Advises on provisions of Section 105 of Atomic Energy Act re Gulf States
Util Co.facilities.

KAUPER.T.E. Justice, Dept of. 74/03/25. SHAPAR.H.K. Atomic Energy Commission
(Pre 750101). 75pp. 53913:060-53913:135.

DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1

A. Application/construction stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083,

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to SuppI 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exarn process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411), 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

DOCKET 50-461 CLINTON POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9005230285 Rev 3 to AP-10, "Emergency Response Organization Assignments."
YAROSY.W.L. WADDELL.D.W.,  HARRIS.P.R. Illinois Power Co. 90/03/02.  19pp.
53918:275-53918:293.

9004230009 Provides results of evaluation re corporate health physicist position,per
899217 Itr.

SPANGENBERG.F. Illinois Power Co. 90/03/27. DAVIS.A.B. Region 3, Ofc of the Di-
rector. 2pp. 53557:117-53557:118.

9005010174 Revised EPIPs.including Rev 4 to AP-05, "Emergency Preparedness Train-
ing Program" & AP-05,Attachment 1, "Authorization for Self-Study Training" & Ad-
vance Change Notice 5/1 to Rev 6 to AP-02. "Personnel Checklist."
WADDELL.D.W., SMITH.D., HARRIS.K. Illinois Power Co. 90/04/17. 29pp. 53667:110-
53667:138.

9005070187 Advises that 900327 Rev 9C to physical security plan consistent w/provi-
sions of 10CFR50.54(p) & acceptable.Util should provide corrections to security plan
to address issues identified in encI.EncI withheld (ref 10CFR73.21).
GREGER.LR. Region 3, Ofc of the Director. 90/04/26. SPANGENBERG.F. Illinois
Power Co. 3pp. 53778:089-53778:091.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004260210 Updates 890406 response to Generic Ltr 88-14, "Instrument Air Supply Sys
Problems Affecting Safety-Related Equipment." Condition rept initiated to address
issue to drain instrument air filter regulators.

PERRY.J.S. Illinois Power Co. 90/04/13. Document Control Branch (Document Con-
trol Desk). 5pp. 53627:204-53627:208.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005010257 Application for amend to License NPF-62,changing Tech Specs 3/4.7.4,
"Snubbers" & 3/4.9.6.1, "Refueling Platform." Changes acceptable.per
10CFR51.22(c)(9) for categorical exclusion from requirement for environ impact state-
ment.

PERRY.J.S. Illinois Power Co. 90/04/25. Document Control Branch (Document Con-
trol Desk). 7pp. 53667:147-53667:158.

-9005010259 Proposed Tech Specs changing Sections 3/4.7.4, "Snubbers" & 3/
4.9.6.1 "Refueling Platform."

*  Illinois Power Co. 90/04/25. 5pp. 53667:154-53667:158.

9005030351 Responds to Generic Ltr 89-19, "Request for Action re Resolution of USI
A-47, 'Safety Implication of Control Sys in LWR Nuclear Power Plant.'*1 Endorses
BWR Owners Group 900402 Itr to NRC.

PERRY.J.S. Illinois Power Co. 90/04/26. Document Control Branch (Document Con-
trol Desk). 1p. 53715:322-53715:322.

9005070001 Summary of 900417 meeting w/BWR Owners Group in Rockville.MD to
discuss proposals by BWR-6 owners for implementing new STS for plants.
GIARDINA.R.J. Technical Specifications Branch. 90/04/26.  CALVO.J.A. Technical
Specifications Branch. 2pp. 53778:010-53778:011.

9005090397 Application for amend to License NPF-62,changing Tech Spec 3/4.4.6.1,
"Pressure/Temp Limits," as result of application of Reg Guide 1.99,Rev 2.
PERRY.J.S. Illinois Power Co. 90/04/27. Document Control Branch (Document Con-
trol Desk). 14pp. 53783:094-53783:120.

--9005090398 Proposed Tech Spec 3/4.4.6, "Pressure/Temp Limits."

*  Illinois Power Co. 90/04/27. 13pp. 53783:108-53783:120.

9005040038 Requests results of review re heat removal components supplied by vendor
& installed at plant,per 10CFR21 rept re incorrect data for pressure drop across cool-
ing coils.

BRACH.E.W. Vendor Inspection Branch. 90/04/28. FRANKLIN.B. American Air Filter
Co. 1p. 53738:358-53738:358.

9005160210 Forwards environ assessment & findings of no significant impact re 871030
request for amend to Tech Spec 3/4.5,for FR publication.Amend adds action for inop-
erable automatic depressurization sys accumulator low pressure alarm.
HICKMAN.J.B. Project Directorate III-2. 90/05/11. SPANGENBERG.F. Illinois Power
Co. 2pp. 53865:035-53865:040.

-9005160214 Environ assessment & finding of no significant impact re 871030 request
to amend License NPF-62.Amend adds action for inoperable automatic depressuriza-
tion sys accumulator low pressure alarm.
CRAIG.J.W. Project Directorate III-2. 90/05/11. 4pp. 53865:037-53865:040.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York. Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exarn process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005240206 Suppls 900330 response to station blackout rule.Calculation of heatup of
main control room due to loss of ventilation following station blackout revised to prop-
erly account for heat sinks & credit existing masonry walls.

SPANGENBERG.F. Illinois Power Co. 90/05/17. Document Control Branch (Docu-
ment Control Desk). 1p. 53923:360-53923:360. the Director. 90/05/07. DEDDENS.J.C. Gulf States
